The cutting power, capacity and and solid construction of high 

priced saws plus light weight and double insulation...all for a 
Special 

Double Insulated e Light Weight—Weighs only 8% lbs. Introductory Price. 


e Powerful Burnout Protected High © Accurate, Calibrated Depth and 
Output 10 amp Motor Angle Adjustment Scales 

e Blade Speed 5800 rpm e Cut Steel Gears 

e Cutting Capacity—2%" at 90° and =» Rip Guide, Combination Blade, 
1%" at 45° 6' Cord—Standard 

e Miter Lipped Telescoping Blade e Complete Line of Accessories 
Guard Available 

e All Ball & Needle Bearing e Low, Low Price 
Construction e Heavy Duty Job Rating 
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